This report is required by law (7 USC 21 43). Failure to report accordir>g to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2li 

See attached form for 
additional Information. 

Interagency Report Control No.; 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 31.Fl.Q023 

CUSTOMER NUMBER: 230 

FORM APPROVED 

0MB NO. 0579-0036 ^ /j 

ANNUAL REPORT OF RESEARCH FACILfTY 

Good Samaritan Hospital 

Dnnt. Of Mf^riirRl 


( TYPE OR PRINT ) 

(b){2)High, {b)(7)(F) 

Cincinnati, OH 45220 



Telephone: (513) -872-1850 



3. REPORTING FACILITY ( List all locations Where anlmels were housed or used In actual research, tesUng, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


b2 high, b7F 

FACILITY LOCATIONS ( Sites ) • See Atached LIsQng 


^REPQ^^Q^^NI^^^^SE^j^^^^NDE^^^^T^oi^^RESEA^C^^AciLIT^^tecl^dcIItionalshee^^ieMssar^Mis^APHisTom^QM^T 


A. 

Animals Covered 

By The AnJmal 
Welfare Regulattons 

Be Number Of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 

Invpiving no pain, 
distress, or use o 
paln-relleving 
drugs. 

D. Number of ariim^s upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
trsnquilizlng drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompan^ng pain or distress to the animals and for wh 
the use of appropriate anestitetic, analgesic, or tranquitiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teac^ng, research, experiments, 
surgery, or tests. (An explanation of the procedures 
producing pain or distress in these animats and the reast 
such drugs were not used must be attached to this report 
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I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards govemlDH the care, treatment, and use of animals, inctuding appropriate use of anesteSc, analgesic, and tranqullizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentaHon were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Anirnai Care and Use Committee (lACUC). A eummaiy of all such exceptlorw Is attached to this annual report In addition to identifying the lACUC-apFHoved exceptions, this suimery inr 
brief explanation cd the exceptions, as well as the species and nurrt«r of animals affected. 


4) The attending veterinarian for this research faculty has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animat care and use. 
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